UEIMVIAR® 

Digital Video Winder 

for 6mm Mini DV Tapes 
Model MDV66 

Thank you for purchasing Lenmar's model MDV66 Mini DV cassette high-speed 
two-way rewinder. This unit provides a safe alternative to using your camera to 
"Fast Forward" or "Rewind" your Mini DV tapes, and removing the need to put 
unnecessary wear and tear on your expensive video equipment. Two-way 
direction selection allows you to select the mode for the MDV66's operation. 
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INSTRUCTIONS 

1 . Insert four "AAA" 1 .5Volt batteries in the battery compartment as indicated 
by the diagram inside the battery compartment, or connect the optional AC 
Adapter to the rear power jack. 

2. Open the lid by lifting from the handles located on either side. Insert the Mini 
DV cassette into the slot and push down on the lid to close. 

3. Set the direction switch to Rewind or Fast Forward accordingly. Press the 
Start button in until it locks and the tape will begin winding in the direction 
you chose. While the unit is operating, the lid will be locked and cannot be 
opened until the unit has been stopped. 

4. You may stop the unit at any time during operation by pressing the Stop 
button briefly and releasing. Otherwise, when the tape reaches the end, the 
unit will stop automatically. Once the unit has stopped the lid is unlocked and 
may be opened and the tape removed. 

Warnin g: Do not change the direction switch whiie the unit is running as this may 
damage the tape. If you wish to change direction, first stop the unit, then change 
the direction switch and start the unit again. 

Notes: 

• The unit will not operate without a tape installed. 

• If the AC adapter unit is being used, the power will be taken from the AC 
adapter in favor over the batteries (if installed). 

• Use of alkaline batteries is recommended for best operation 

• Use of AC adapter not designed for use with this unit may cause damage 
and void warranty. 



SPECIFICATIONS: 

Power: 4 x AAA 1 .5V batteries (Optional - 1 1 0VAC Adapter) 
Tapes: For use with 6mm Mini DV type tapes only 
Drive: DC motor with belt drive 

WARRANTY 

Limited 1 -Year Warranty 

This limited warranty starts from the date of original purchase and expires 1 year 
thereafter. If, during this period, any part, because of manufacturing defects or 
workmanship fails to function properly under normal use will be repaired at no 
charge for parts and labor or, at our option, the product will be replaced. The 
following is excluded: damages from delay or loss of use of equipment, or 
damaged batteries, malfunctions resulting from misuse, tampering, unauthorized 
repairs, modifications, or accident. 

Package the unit and its accessories carefully using ample padding material to 
prevent damage in transit and ship it prepaid and insured to: 

LENMAR ENTERPRISES INC. USA 
31328 VIA COLINAS#102 
WESTLAKE VILLAGE, CA 91362. 

When sending in product for service, your package should include evidence of 
date and place of purchase. Enclose $10.00 for shipping and handling for 
addresses in the U.S. and $15.00 in Canada. For outside the U.S. and Canada, 
freight will vary depending upon ship to address. 



